AMENDMENT NO. 1 FEBRUARY 2018 
TO 
IS 10116 : 2015, BORIC ACID 


(First Revision) 
(Page 1, clause 2) — Insert the following at the end: 
IS No. Title 


9497 : 1980 Method for determination of sodium and potassium (flame 
photometric) 


(Page 4, clause A-9) — Substitute ‘589 nm’ for ‘589 mm’. 


(Page 4, clause A-9) — Insert ‘Carry out the test as per IS 9497’ at the end 
of the sentence. 
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